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The Honorable Charlies A. Wolvert 
U. & House of Representatives 
Washington 25, DB. C. 


Dear Mr. Wolverton: 


i. £3) te 


henk veo of 9 February 1954 in behalf of 
foes GSS Are) Cys 


who is interested in a position 


iication was given careful considerution 
when he first applied in Jenuary 1949. Unfortunately, we did not 
have a suitable vacancy for him at that time. 


Since receipt of your lecter ee have 25X11 
been reviewed in the light of current v es, and I regret to 
say that we still do uot have a suitable Opening for him. We 
sre keeping his application in our active file, however, and shall 
contact him should ibe situation change. 
Your interest in the Central Intelligence Agency is greet ly 
a 
Sincerely, 
Allen W. Bulles 
Direetor 
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Rep. Charles A. Wolverton, (R., New Jersey) 


Chairman, Interstate and Foreign Commerce Committee 
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